BILL NO . S-71-10- & *f 

SPECIAL ORDINANCE NO. S- ' / '■ 

AN ORDINANCE approving contract with JOHN DEHNER, 

INC. for repairs to Hurshtown Reservoir, Contract 
No.. 71-W-l. 

BE IT ORDAINED BY. THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The. contract approved October 8, 1971, between 

the City of Fort Wayne, by and through its Mayor and Board of 

Public Works, and JOHN DEHNER, INC., for: 

Contract 71-W-l, Hurshtown Reservoir 
Repair, 

for a total cost of $135,266.47, all as more particularly set 
forth in said contract, which is on file in the office of the 
Board of Public Works and is by reference incorporated herein 
ana made a part hereof, is hereby in all things ratified, con- 
firmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effecc from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 


seconded by 


JtLAz 


and duly adopted, read the second time by title and referred 


to the (Committee on) 




('and~t©— tha_C.i-t-yc - Pl -a xi - 


t 


- to be held af ter due legal - notice 

-'-at -the G ou nci 1 - C h amb er sr City Hall, Fort Wayne, Indiana, on „ — 

day of 


the 

cZ.;M-r- , - E - .-S -.- F v 
Date: 


19 


, ~atr 


o 1 clock 


- 7 / 


Read the third time in full and on motion by 



City Clerk 


seconded by 


and duly adopted, placed on its passage. 


Passed (LOST) by the following vote: 


AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 


NAYS 


ABSTAINED 


ABSENT 


to-wit : 


Rousseau 

Steigerwald_ 

Tipton 


Date 


!c - ^ - 7 / 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
■ (Zoei-eg Map) (General HAnnexati-on-HSpecial ) (Appropri-abien-) Ordinance (Re-so-ltrtton) No. 


on the •'X. 4- da-y of 

ATTEST: (SEAL) 





19 7i 


City Clerk 


Presiding Officer 




Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 'A/Ll., — da Y 

o£ rfp , 19 at the hour of P; J o o'clock /y .M. ,E.S.T. 

Approved and signed by me this __ day of 

at the hour of _______________ o'clock .M. ,E.S.T. 


City Clerk 


, 19 


Mayor 


-V Jl 


6 


seconded by 


Read the first time in full and on motion by 

_______ __ _ and duly adopted,, read the second time by title and referred 

to the Committee on _____________________________________ (and to the City Plan 

Commission for recommendation) (and Public Hearing to be held after due legal notice, at the 
Council Chambers, City-County Building, Fort Wayne, Indiana, on _____________________________ 

^e __________ day of __ __________ 197 , at o * clock 

f. 

P.M„ , E.S.T. 

v V 

Date : _______________________________ ___________________________________ 

i CITY CLERK 


* Read the third time in full and on motion by 


;U 


, 




seconded by 




■J 


Passed (LOST) by the following vote; 


AYES 


* 


NAYS 


Burns 


Hinga 


Kruse 


Nuckols 


Moses 


Schmidt, D, 


Schmidt, V. 


Steir 

yf* ' j? 

.W. 

Talarico 

A 

Date 

iu - *Aj. 


6 • 


and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT 


to -wit : 


f 7? &L 



{/ CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning Map) (General) (Annexation)’ (Special) (Appropriation) Ordinance (Resolution) No . A 
on the . ' ‘ day of , 197 Tj . 




V 


Bill No. __S = 21=1Q=Q4 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving contract with. JOHN DEHNER, INC, for repairs to Hurshtown Reservoir. 

Contract No. 71-W-i, ___ . _____ 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 

PAUL BURNS , Chairman 


PASS, 

( 

EUGENE KRAUS, Vice-Chairman 



DONALD J. SCHMIDT 



WILLIAM T. HINGA 





WINFIELD C. MOSES 



</- T&r* CONCUSRE0 'N 

CHARLES W - overman, CITY clew 


Bill No , S-71-10-0A 


REPORT OF THE COMMITTER ON CITY UTILITIES 
We s your Committee on City Utilities to whom was referred an Ordinance 



Contract No. 71 i . __ — — _____ — _____ _____ — 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

_ — — — — — _ 

W TT.T.T AM K,_ .G RAZE . _ TZica =C h a i janan— _________ 

_ — ________ ______ 

JOHN NTTCKOT.fl 


HER BERT O, TIPTON 


Cttj> of Jfort W&pm 


Board of Public Works 
One Main Street 
Fort Wayne, Indiana 

46802 


Snbiana 







April 19, 1972 


IHO._ 


o 

|_J\ m if ft •— 

CHARLES VA WESrtHMAN 

CITY CLERK y 


The Common Council 
City of Fort Wayne 
Fort Wayne, Indiana 

Attention: Mr. Paul M. Burns, Chairman 
Utilities Committee 


Gentlemen: 

Contract No. 71-W-l to John Dehner, Inc. in the amount of 
$135,266.47 for Hurshtown Reservoir Repair was introduced 
in the Common Council October 12, 1971 and is being 'held 
pending acceptance of Federal Grant offer. 

The Board of Public Works is forwarding their Resolution 
on the acceptance to the City Attorney for an Ordinance to 
be introduced April 25, 1972. Therefore, the Board requests 
that the Dehner contract be brought up for passage at the 
same time so copies of both can be sent to the Department 
of Housing and Urban Development for their approval. 

Very truly yours. 


BOARD OF PUBLIC WORKS 



EIS/ss 

cc: Charles Westerman, City Clerk 


if? ,: H 

* 


4 


October 8, 1971 


Mr, «i, Robert Arnold 
City Attorney 
1120 Lincoln Bank Building 
Fort Wayne, Indiana 

Dear Bob: 

Pursuant to bids 'received yesterday* m have awarded contract 
to John Deboer , Ine. for Contract 7141-1 Hurshtown Reservoir Repair, 
in the amount of $135,266.47. 

¥c*y may prepare ordinance for Councilroanfc approval of said 
contract to be Introduced Tuesday, October 12, 1S71, 


Very truly yours. 


Fred S. Ehrsrnn 
R, Dahmn 
Edward V. Elkins 


BOARD OF PUBLIC WORKS 



